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ORIGIN AF-06 

INFO OCT-01 ISO-OO EB-07 COME-OO /014 R 

DRAFTED BY AF/W -RMWALTER:DFF 
APPROVED BY AFAV -ILLOUGHRAN 
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R 262246Z MAR 75 
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LIMITED OFFICIAL USE STATE 068848 

EO. 11652: N/A 

TAGS: BEXP, BPRO, BTIO, EIND, TO 
BEXP, BPRO, BTIO, EIND, TO 

SUBJECT: FERTILIZER PROJECT: DAVY POWERGAS, INC. 


REF: LOME 609 

1. DPG'S JOHN ANTOLAK WILL CABLE AKITANI EXPRESSING 
DESIRE THAT TOGOLESE OFFICIALS SEE DPG FEASIBILITY STUDY. 
ANTOLAK WILL SEND EXTRA COPIES OF STUDY TO AKITANI BY 
DEPT. AIR POUCH. 

2. STONE- WEBSTER, HOPEFUL PRIME CONTRACTOR FOR PROJECT, 
NEEDS INVITATION TO BID. INVITATION SHOULD INCLUDE 
DESCRIPTION OF PROJECT'S SCOPE AND DETAILED TECHNICAL 
SPECIFICATIONS. INVITATION SHOULD GO TO: 

ANTONIO CERNIGLIA. SALES MANAGER; INTERNATIONAL OPERATIONS; 
STONE AND WEBSTER; 250 WEST 34TH ST.; NEW YORK, N.Y. 10001- 
KISSINGER 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: FERTILIZERS, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 26 MAR 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: greeneet 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE068848 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RMWALTER:DFF 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 07-01 00 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975031 2/aaaaakqq. tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AF 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 LOME 609 

Review Action: RELEASED, APPROVED 

Review Authority: greeneet 

Review Comment: n/a 

Review Content Flags: 

Review Date: 29 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 AUG 2003 by ShawDG>; APPROVED <17 DEC 2003 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FERTILIZER PROJECT: DAVY POWERGAS, INC. - - 
TAGS: BEXP, BPRO, BTIO, EIND, TO 
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